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Message Text 



UNCLASSIFIED 

PAGE 01 STATE 164439 

63 

ORIGIN COME-00 

INFO OCT-01 EA-10 ISO-00 EB-07 /018R 

DRAFTED BY COM/BIC/OED/MEPD/JPHILBRICK/LW 
APPROVED BY EB/OCA/CM/EMCKEON 
COM/BIC/OED/MEPD/LENGLESON 
COM/3IC/OED/MEPD/JHEAGEN ACT. DIR. 

STATE/EA/J/DBROWN (PHONE) 

COM/BIC/OIM (INFO COPY) 

033568 

R 120146Z JUL 75 
FM SECSTATE WASHDC 
TO AMCONSUL OSAKA KOBE 

UNCLAS STATE 164439 

E.O. 11652: N/A 

TAGS: BEXP.JA 

SUBJECT: EXPORT LICENSING SEWAGE TREATME.T PLANT 
REP: OSAKA-KOBE0317 

1. REFERENCED CABLE HAS RECENTLY COME TO ATTENTION OF 
MECHANICAL CONTRACTOS ASSOCIATION OP AMERICA (MCA). MCA 
INTERESTED TO LEARN WHETHER HITACHI SHIPBUILDING AND 
ENGINEERLG HAS BEEN SUCCESSFUL IN ITS SEARCH FOR A 
LICENSE TO MANUFACTURE AND BUILD SEWAGE TREATMENT PLANTS. 
IF NOT, MCA WILL UNDERTAKE TO ASSIST BY CONTACTING ITS 
MEMBERSHIP. 

2. SHOULD HITACT WISH TO CORRESPOND DIRECTLY HITH MCA, 
ADDRESS IS: JERRY C. PRITC'ETT, DIRECTOR OF GOVERNMENT 
AFPAIRS, MECHANICAL CONTRACTORS ASSN. OF AMERICA, 5530 

WISCONSIN AVENUE, SUITE 750, WASHINGTON, DC, 20015. 

TWX 710-825-0423. 

UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 STATE 164439 

3. ALTERNATIVELY CONSULATE MAY PASS INPO TO MAJOR PROJECTS 
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DIVISION ;SDOC FOR TRANSMITTAL TO MCA. YOUR ASSISTANCE 
APPRECIATED. INGERSOLL 

UNCLASSIFIED 

NNN 
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Message Attributes 



Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channei indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 12 JUL 1975 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975STATE1 64439 

Document Source: CORE 

Document Unique ID: 00 

Drafter: BIC/OED/MEPD/JPHILBRICK/LW 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D750242-0080 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: linki 975/newtext/t1 9750760/aaaacbqy.tel 

Line Count: 63 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ORIGIN COME 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: greeneet 
Review Comment: n/a 
Review Content Flags: 

Review Date: 06 MAR 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <06 MAR 2003 by ThomasVJ>; APPROVED <15 MAR 2004 by greeneet> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
06 JUL 2006 



Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: EXPORT LICENSING SEWAGE TREATME.T PLANT 
TAGS: BEXP, JA 
To: OSAKA KOBE 
Type: TE 
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